
2.* - to &a .^Aaeda* 1 pl&£?^ was Ice* tad on the western 

peraae ter o O S^h d l c , (^ 49/3 37) in the' Ujdi^gJ^fe* tcvra quarter * To the .'south and 
eest f the ' f .or. the ft$y& tr factory * north of ^ plant area there w,s 
the Sztoom. jf&WoJfo jtajor impair or construction work had beei don® at the chemical 
works eincVEHJSV'* ^ r: *- - -x. _ * .... 

Railroad cpmieeti^^jg^ not f milafcle | potffer wai b -received from the ^Ggyar® factory. 

2* The ehendc^ljgqrka; produced jxtljjery ammunitions During the sported period 3 

cartridges: for 1 z3y . guaf 'finjwsltim and hea^y artillery shells were beinf; 

filled arid ^neeu ehgr i|d with eatplosiuee o Once a week . ecraslte arrived at the vorfctL 
where it vajfatol^^ stock rooms* Trucks continuously hauled shell cim® 

fressa the ^W^kx ^L^gt p ry “to the chemical works *> which employee: about 400 workers 
including '^5<T perc!Sf^^b 0 AH workers had been screened for their political attitude 
Two shifty wgre wg c ke d at the pressing plant* Workers alloyed there were daily issued 
half a 15. ter of sisllk end half a, liter of mineral water in view of the detrimental 
effects of the explosives processed thpre 0 


25X1 /Uo 


Tor .layout sketch of the. chwalcal works* 
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Legend* 

1 Maintenance shop and porter s lodge ^ 80 as 6 laeters 

2 Leading and pressing shop* 80 x 10 x 6 meters 

3 Me s shall* 25 x 20 meters 

4 Rcofsd-ovex^ open-air storage site for boxes 5 reoair work was also done there s 
size of the areas 25 x 20 ma'&ars 

5 Pressing plant and repair shop for tools, 16 x 6 meters 

6 Pressing plant* 60 x 6 motei*s 

7 Concrete underground ammunition hunkers 

8 Pressing plant and offices* 60 x 6 meters 

9 Sewing shop# 50 x 5 motors 
ID Porter 9 h lodge 

11 Offices,, 20 x 6 meters 

12 Maintenance shop*, 30 x 6 meters 

13 Sam© as Item 12 

14 hemleal laboratory,, 20 x 8 meters 

15 Showers and baths* 30 x 6 meters 

16 Wooden watch iowars mounting searchlights 

17 t, 0gy^r w factory 

18 Railroad line to Perec se 

19 Footpath 

20 Internment esmp 

21 Streetcar line 

Into* All the buildings of the chemical works were single- story stmcttirea* * 
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la ln 1951, work was started on the construction of a factory which was 
generally referred to e ^oxygen plant at Kczinc-EarcsikE on the 3a Jo River 
es 49/J -7#), efc<?ut 90 kilometers nortSbest*f KiJfcolc jfce faftory vsSs 2o» 
c ? ted ^ ut 500 »eters southeast of the Kazinc-Barczika railroad ate t ion, 
f ° n % t f ^ * nd 200 ”<*ers south of the Miskolc R 49/ 

R tota” of TU ™ 7 60) r£U r 0 o line “ Kazinc-Barczika is a snail village. 

■ , ,"t * S 1 fnd 1( ^' civilians were employed on the construction 

of settlement houses and the factory, which ms completed in June 1953. ft* 

Kscninery of the factory was. to be installed by about 20 East German engineers. 1 

? ° v SW ^ actory is connected- to the Xazincfarcika railroad station by a spur 
, t Q a “ kj 1 '° Preparations for the power supply of the plant had been made by June " 
7\^ 0 Source believed that t he plant would be furnished with electric power tv 

,Ll fl V°T T ^ ti0n at :,iskolo » Source also believed that the o^gen 
plant at Kazinc-Earolka . was closely connected with a synthetic plant and the 
oko plant existing at the place* The factory area was guarded by 50 to 70 inen 
Htmg ^^rian t £4r Unif ° rriS ° ^ surrounding er^a ve 5 guarded by soldiers of the 
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Legend to Layout of Oxygen Plant at Ke gjjv^Ferci ka „ 

I through 10 Brick settlement houses, four-story structures" each 

measuring 12 x 20 meters 

II Administration -building, 150 x 25 meters 

IP Laboratory, 25 x IP meters 

13 Storage depot, 50 x 18 x 8 meters 

14 Synthetic plant, 97 x 97 x 24 meters, 1 three large and 25 small concrete 
bases for machinery vere constructed in this building « The machinery 
had not arrived by June 1953. 

15 Tower under construction. The tower is 16 meters square and is scheduled 
to be 24 meters high* 

16 Tower under construction e Ihe tower measured 20 x 10 meters and was sche- 
duled to be 35 meters high* 

17 Circular concrete tovez*, 26 meters high, fitted with openings designed to 
receive tubes* The tower was completed in June 1953, but no machinery had 
been installed by that date* 

18 Tower same as item 17- f 

19 Container about 11 meters in diameter and 15 meters high, 

20 Oxygen plant* Brick structure bO x 60 x 20 meters* ihe framework of the 
building was completed in Iferch 1953 » Ihe machinery to be installed at the 
plant came from East Germany* 

21 Ketal container, 15 meters in diameter and 10 meters high* 

22 and 23 Water-cooling towers completed in June 19535 10 meters in diameter 

and 43 meters high 0 

24 Water reservoir, a concrete basin 100 x 20 meters, 8 meters deep* 

25 Pumping station, brick structure, 27 x 10 x 15 meters, 

26 Transformer station, a four- story brick structure, 20 x 15 x 18 meters 0 

2? Circular brick tower , 15 meters in diameter end scheduled to be 44 meters high* 

28 H Hoko w plant, s four-story building, 80 x 40 x 28 meters* Ihe machinery for 
the plant arrived in April 19 53 - A number of silver-grey metal containers 
were observed in the factory area* The nature of factory was unknown to source* 

29 So-called n Sa.lt- storage Depot 100 x 4O x 20 meters- 

30 Horseshoe-shaped building with a frontage of about 100 meters at a depth of 

25 meters, 27 meters high, * 

31 Gates, 

32 Concrete vail, 2*5 meters high and watch towers about 50 meters apart 
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yout of Oxygen Plant at KazineE&rcika 
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